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Initial Requirement s 


Cost 


Departmental Office, Washington, D. C. 

900 Acme Telephone Flex-0-Line Frames No. 8012 
with capacity for 63,000 reference items 
1 Aome Floor Stand No. 141200 FS-3 
1 Fluorescent Light 


yuo Acme Telephone Flex-0-Line Frames No. 8012 
with capacity for 63,000 reference items 
1 Acme Floor Stand No. 14200 FS-4 
1 Fluorescent Light 



with capacity for 56,000 reference items 
1 Acme Floor Stand No. 12900-FS 
1 Fluorescent Light 


ouu acme Telephone Flex-0-Line Frames No. 8012 
with capacity for 35,000 reference items 
1 Acme Floor Stand No. 12900-FS 
1 Fluorescent Light 



_ 5ne Flex-0-Line Frames No. 8012 
with capacity for 35,000 reference items 
1 Acme Floor Stand No. 12900-FS 
1 Fluorescent Light 


162 Rolls Marginal Hole Punched 
Flex-0-Line Strips No. 8070-S6 Buff 
30 Rolls Marginal Hole Punched 
Flex-0-Line Strips No. 8070-S6 Green 


Total 


|1,800.00 

229.75 

36.50 


$2,066.25 


$1,800.00 

229.75 

36.50 


$2,066.25 


$1,600.00 

197.00 

36.50 


$1,833.50 


$1,000.00 

197.00 

36.50 


$1,233.50 


#1,000.00 

197.00 

36.50 


$1,233.50 


$1,259.50 


307.50 

$1,567.00 

$10,000.00 
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